DART AEROSPACE LTD 


Work Order: 


Part Number: 500-302072-001 
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Description: ROD EYE END, LONG, 8MM 
Inspection Dwg: 500-302072 Rev: IR 


INSPECTION SHEET 


Drawing Actual : Method of 
Tolerance Dimension Accept | Reject inspection Comments 


Ø .75 + .010 
Ø 438 + 005 / - .000 
2.18 + .010 | | 
1.80 | 
1.11 
1.11 
435 
218 
R 38 + .010 
R .06 + .010 
| R06 + .010 
R .05 + .010 


M8 X1.25 — 6H GO / NO-GO 
63 DEEP 


$$ 
Measured by: | Checked by: QC Inspector: 
eke ta 
Date: | Date: Date: 
Engineering Approval: i 
Rev Date Change | Revised by Approved 
A 24-Jun-20 | New Issue | M Zi 
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